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Riverside, University of California, Riverside, Main Library, Special Collections, BS1425 B5 1225 
Description: 1 leaf - Detached single leaf - Mackus Company Illuminated Manuscripts, Fairlawn, Ohio, October 2001. 
Number of Parts: 1 - Number of Images Available: 2 

Direct Link: http://ds.lib.berkeley.edu/BS1425B51225 10 

Language: Latin Country: England Century: 13th 


Part 1: f. 1 recto-verso 
Description: - Parchment - 213 x 146 mm - 49 lines in 2 columns ruled in hardpoint. 


Country: England Cardinal point: 

Region: City: Oxford 

Assigned Date: s. XIII^/4 Searchable Date Range: 1225 - 1250 
Dated by scribe: No Inscribed Date: 

Document: No Number of Scribes: ;1 


Script: Gothic 

Other Decoration: 2-line and 1-line pen drawn versals in red and blue. Psalms designated by arabic numbers in margins. 
Notes: Verso: In lower left margin, BKB-93 Latin 

Number of Texts: 1 


Text 1: f. 1 recto-verso 

Title: Bible. Psalms. 

Language(s): Latin 

Incipit: nolite loqui adv[er]sus d[eu]miniquitate[m] Quia Psalms 74 [partial], 75, 76, 77, 79 and 79 [partial] 
Explicit: ephraim beniamin [et] manasse Excita po 

Status of text: Fragment 


f. 1 recto 
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f. 1 verso 
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